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Message Text 


UNCLASSIFIED 

PAGE 01 ISTANB 01399 150755Z 

11 

ACTION EUR- 12 

INFO OCT-01 ISO-00 EB-07 /020 W 

074803 

R 150500Z APR76 
FM AMCONSUL ISTANBUL 
TO USDOC WASHDC 
INFO AMEMBASSY ANKARA 
SECSTATE WASHDC 7201 

UNCLAS ISTANBUL 1399 

EO 11652: N/A 
TAGS: BBSR, TU 

SUBJECT: WTDR/FTI TEKNIK ITHALAT 

REE USDOC 5655 

I . TURKEY 2 CNTRY CODE 489 3 SER NO NA 

4. TEKNIK ITHALAT 

5. P O BOX NA? DOBUBANK ISHNHNIA, KATl. NO 122. SIRKECI 

6. ISTANBUL, TURKEY 

7. ESTABL 1968 8. EMPL 5 9. SIZE (21-X)SMALL 
10 REPUBTATION (22-X)GOOD 

II. SELLS THROUGHOUT TURKEY 
12. RTP DATE 4/76 

13A. 36930/253 AGT IMP DIST ELECTROMEDICAL APPARATUS 
13B 38410/263 AGT IMP DIST SURGICAL INSTRUMENTS APPARATUS 

14. CONTACT ALBERTO BARZILAY TITLE PRPORPRIETOR 

15. CABLE BARZILAY-ISTANBUL 16 TELEX NA 
17. 276099 

18 EINANCIAL REFS HOLANTSE BANK KARAKOY ISTANBUL 
PAMUKBANK SULTANHAMAN ISTANBUL 

19. TRADE REFTS TRU-EZE MANUFACTURING CO INC 27635 
DIAZ RD TEMECULA CAL 92390; CHATTANOOGA PHARMACAL CO 
CHATTANOOGA TENN 37405. 

20. MAJOR FOREIGN FIRMS REPRESENTED TRU-EZE MANUFACTURING CO 
INC 27635 DIAZ RD TEMECULA CALIF 92390, 

FOR TRU-TRAC TRACTION UNITS, ACQUIRED 1968; CHATTANOOGA PHARMACAL 

CO., CHATTANOOGA, TENNESSEE 37405, FOR 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ISTANB 01399 150755Z 

HYDRACOLLATOR STEAM PACK UNITS, ACQUIRED 1970; RICHARDS 
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MANUFACTURING CO., INC 1450 BROOKS RD., MEMPHIS, TENN 

38116, FOR OTOLOGICAL IMPLANTS, MICROSURGERY INSTRUMENTS AND 

ORTHOPEDICAL MATERIAL AND PROSTHESIS, ACQUIRED 1974; 

OHIO MEDICAL PROUCTS 3030 AIRCO DRIVE MADISION, WISCONSIN 
52701, FOR OXYGEN TENTS BABY INCUBATORS AND RESUSCITATION 
EQUIPMENT ACQUIRED 1971. 

21. FIRM IS AGENT IMPORTER AND DISTRIBUTOR OF SURGICAL 
INSTRUMENTS AND APPARATUS AND ELECTROMEDICAL APPARATUS 
FIRM OCCUPIES ONE-ROOM OFFICE WITH DISPLAY 

FACILITIES IN A COMMERICAL DISTRICT OF ISTANBUL. 

WORKING CAPITAL REPORTED AT TL 2 MILLION (TL 16.00 EQUALS $1) 

AND ANNUAL SALES TL 3.5 MILLION. MR. ALBERTO BARZILAY, 

AN ACITVE BUSINESSMAN, HAD FOURTEEN YEARS OF EXPERIENCE 
IN THIS FIELD BEFORE HE ESTABLISHED HIS OWN FIRM IN 1968. 
PRINCIPAL CUSTOMERS ARE TURKISH UNIVERSITY CLINICS, 
GOVERNMENT AND PRIVATE HOSPITALS. BANKS GIVE FIRM A 
SATISFACTORY CREDIT RATING. RECOMMENDED AS A TRADING 
PARTNER 

22. PREPARED BY N. AVNI; APPROVED BY R. W. BECKHAM; 

AT U. S. CONSULATE GENERAL, ISTANBUL. MACE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ISTANB01399 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 43-0033 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760458/aaaabxlu.tel 

Line Count: 83 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUN 2004 by SilvaL0>; APPROVED <08 SEP 2004 by oatisao; APPROVED <08 SEP 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR/FTI TEKNIK ITHALAT 
TAGS: BBSR, TU 
To: COM 
Type: TE 
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